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SOUTH  BRITAIN  CONGREGATIONAL  CHURCH 
South  Britain,  Connecticut 

This  domed  ceiling  church  with  belfrey  railings 
was  built  in  1823,  renovated  and  rededicated  in 
1869  and  again  in  1948.  It  stands  on  the  sanne 
site  where  the  erection  of  the  first  structure  for 
the  congregation  had  been  started  in  1770  but 
never  completed. 
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